FOR RaMSE SUNDAY, DECEMBER 17, 1961 

THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TELEPHONE: GARFIELD 1-7340 


ART msmi THIS ¥EEK 

TODAY - 2t30 - Gallery tallc: "The Nativity la Art,** Dorothy 

VanDoozeaj 5 p*ia. Annual Christmas Carol Program. ¥a-li-ro Boy Choir 
Association, Paul Allen Beymer, Conductor, and Epvorth-Euclid Church 
Choir, Jaiaea Nelson l-fellor, Conductor. 

EXHIBITIONS - Van Gogh Exhihition (through January 14) , There will 
be an admission fee, 50^ for adults, 250 for young people (12 to 18 years), 
children under 12 years free If accompanied by a parent; Esdiibition of the 
Work of Vemer Drewes (thiwigh December 31). 

Museum Closed Mondays 
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